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NATIONAL FOREIGN INTELLIGENCE BOARD 


be 


Copy No. of 200 
a il STAT 


NFIB-D-22.1/55 
29 November 1976 
MEMORANDUM FOR THE NATIONAL FOREIGN INTELLIGENCE BOARD 
SUBJECT : Goals and Objectives of the 


Director of Central Intelligence 
for Fiscal Year 1977 


REFERENCE: NFIB-D-22.1/52, 22 October 1976, 
STAT 


The attached final version of the Goals and Objectives 
of the Director of Central Intelligence for Fiscal Year 1977 
are forwarded herewith for information. Copies are also being 
provided to the President's Foreign Intelligence Advisory 
Board, the National Security Council Staff, and the Committee 
on Foreign Intelligence. 


25X1 


WALTER ELDER 
Executive Secretary 


Attachment: 
STAT 
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